ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT F-B-5 / VEHICLE # 4 


DATE 12-22-15 
OFFICER 1 C. MOONEY # 124 
OFFICER 2 P. GONZALES # 148 
SUPERVISO M. COOGLE 
R 
1200 BRIEFING; ALL EQUIPMENT CHECKED OUT IN GOOD 
WORKING ORDER. 
1250/13. RADIO CALL AT 6254 LEXINGTON ( TACO BELL ) 
10 REGARDING A 415 TRESPASSER REFUSING TO LEAVE. 
THE SUBJECT COMPLIED . 
1320/13. BUSINESS CONTACT AT 1810 CAHUENGA (711 STORE ). 
30 WE SPOKE TO EMPLOYEE MARLENE. ALL CHECKED OK. 
1340/13. ASSIST F-B-2 AT 6776 HOLLYWOOD BLVD. ( MC DONALD’S 
45 ) REGARDING A 415 SUBJECT REFUSING TO LEAVE. 
1405/14 RADIO CALL AT 6525 HOLLYWOOD BLVD. REGARDING A 
10 415 SUBJECT REFUSING TO LEAVE. THE SUBJECT WAS 
GOA. 
1415/14 RADIO CALL AT 1413 VINE STREET ( MC DONALD’S ) 
295 REGARDING A 415 SUBJECT REFUSING TO LEAVE. 
SUBJECT COMPLIED WITHOUT INCIDENT. 
1430/14 ASSIST B-2 AT GOODWILL STORE REGARDING A 415 
45 SUBJECT. 
1500/15 BUSINESS CONTACT AT 1123 VINE STREET ( THE WILD 
05 CARD ) . WE SPOKE TO EMPLOYEE ROBERT. ALL 
CHECKED OK. 
1520/15 RADIO CALL AT 6318 HOLLYWOOD BLVD. REGARDING A 
30 415 SUBJECT IN FRONT OF THE BUSINESS. THE SUBJECT 
WAS GOA. WE SPOKE TO THE R/P. 
1545/16 CODE-7 
15 
1635/16 ASSIST F-B-2 AT 5873 HOLLYWOOD BLVD. (TOMMY’S ) 
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REGARDING A 415 SUBJECT INSIDE OF THE RESTROOM. 


BUSINESS CHECK AT 5935 HOLLYWOOD BLVD. ( THE 
SALVATION ARMY ). WE CHECKED THE PARKING AREA 
FOR LAMC VIOLATIONS. NONE OBSERVED. 


RADIO CALL AT 6933 HOLLYWOOD BLVD. ( MADAM 
TUSSAUDS ) REGARDING A 415 SUBJECT ON THE 
PROPERTY. THE SUBJECT WAS GOA. WE SPOKE TO THE 
R/P. 


BUSINESS CONTACT AT 6630 HOLLYWOOD BLVD. 
( HOLLYWOOD ELECTRONICS ). WE SPOKE TO THE 
OWNER DAVID. ALL CHECKED OK. 


OFFICE; UPDATED LOG. 


BUSINESS CONTACT AT 1810 CAHUENGA ( THE 711 
STORE ). WE SPOKE TO EMPLOYEE SAHIB. ALL CHECKED 
OK AT THIS TIME. 


BUSINESS CHECK AT 6801 HOLLYWOOD BLVD. ( THE 
H&H PARKING STRUCTURE ). WE CHECKED SEVERAL 
LEVELS FOR LAMC VIOLATIONS. NONE OBSERVED. 


END OF WATCH; ALL EQUIPMENT RETURNED IN GOOD 
WORKING ORDER. 
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